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other for salt water, and pipes to be laid from these cisterns to all the 
buildings on the reservation. 

(6) The erection of an evaporating plant. This is a necessity, inas- 
much as the cistern supply of fresh water is at times apt to run short. 

(7) The construction of suitable medical officers' quarters, with 
accommodation for two medical officers. 

(8) All the buildings on the reservation to be whitewashed. 

(9) The erection of a suitable flagstaff. 

Should the above recommedations meet with the approval of the 
Bureau, I would respectfully ask that authority be given at once to 
commence the work of a less expensive nature, and in the meantime to 
make out specifications and obtain bids for the rest of the work. I con- 
sider it important that we should keep improving the place, so as to 
show that we have not abandoned the station. 

In a conversation which I had with Governor-General Brook, he 
assured me that the station was turned over to the Service uncondi- 
tionally, to be used for quarantine purposes so long as the Service 
thought fit. 

Eespectfully, G. M. Guineas. 

Passed Assistant Surgeon, U. S. M. H. S. 
The Stjegeon-Genekal, 

U. S. Marine- Hospital Service. 

Description of the buildings on the Mariel quarantine. 

Maeiel, Cuba, November 27, 1899. 

Sie: In compliance with your verbal order of 21st instant, I have 
the honor to make the following report upon the quarantine buildings 
and grounds located at this port : 

This station is situated upon a spur of land just inside the entrance 
of the harbor, and is triangular in shape, the two sides being bounded 
by water, and the base by a stone wall from eight to nine feet in height, 
and is divided by a smaller wall about five feet in height. 

The buildings number eighteen, and consist of four houses to be used 
as quarters for quarantined persons, three kitchen buildings, three 
water-closet buildings, a chapel, a morgue, a disinfecting house, 
medical officers' quarters, three washhouses, and a small wooden 
outbuilding. 

(a) Medical officers 1 quarters. — This building is situated in the apex of 
the triangle, and is made of stone covered with plaster. It consists of 
four bedrooms, a kitchen, a cistern, a small storeroom, and a water- 
closet. In the center of the building is a large room, 34 feet 4 inches 
by 22 feet 5 inches, the floor of which is of red tile, and is in fairly 
good condition. The floors of the other rooms are of wood, and are 
also in good condition. The entire building is in excellent condition, 
with the exception of a few feet of the front veranda which require 
renewal with tiles. The water closet, is particularly unsanitary, being 
located next to the cistern, %nd is of the ordinary privy-vault type. 

(6) Next to this building is a washhouse, of stone and mortar with 
tiled roof, containing a large stone tub, and furnace for heating the 
water. This building requires no repairs. 

(c) Quarters No. 1.— This is a wooden building containing five rooms, 
each 26 feet 2 inches in width, their respective lengths being 93 feet 
5 inches, 65 feet 10 inches, 91 feet 10 inches, 39 feet 10 inches, and 25 
feet. The floors of this building are of wood, and are in excellent repair. 
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The roof is of tiles, and requires not more than 100 new ones to put it 
in thorough repair. On the west side of this building is a cistern, made 
of stone and cement, 70 feet long by 20 feet wide, by 5 feet deep. 

(d) Located behind quarters No. 1 is a kitchen building and quarters 
for the employees, consisting of a kitchen and nine small rooms, with 
stone floors and tiled roof. No repairs are needed to this house. 

(e) Water-closet building No. 1 is of stone and mortar, with tiled roof, 
containing eight water-closets with a stone and cement vault underneath. 
This building does not require any repairs. 

(/) Quarters No. 2 is a large wooden building, containing on the south 
end a large storeroom 25 feet 8 inches by 15 feet 3 inches. The build- 
ing has one large room 180 feet 4 inches by 47 feet 3 inches. The roof 
is of tiles, and is in excellent condition, requiring not more than 50 to 
80 tiles to completely repair it. 

(g) The chapel is situated behind quarters No. 2, and is a small wooden 
building 20 feet 11 inches by 12 feet 8 inches, requiring no repairs. 

(h) Quarters No. S is situated to the west of quarters No. 2, and is a 
wooden building with tiled roof, containing on the south five small 
rooms 12 feet 10 inches by 9 feet 10 inches each, two small storerooms, 
one large room 32 feet 10 inches by 26 feet, and two other storerooms. 
The southeast corner of the veranda of this building requires repairing 
for some 15 feet. The roof over the large room above mentioned also 
requires repairing with new tiles, for which not more than 100, 1 think, 
will be needed. Otherwise, the building generally is in fair condition. 
Attached to this building is a cistern, 20 feet 4 inches by 7 feet 3 
inches by 5 feet deep, of the same pattern as that attached to quarters 
No. 1. 

(i) Kitchen No. 2 is located behind the above building, and is of stone 
and mortar with tiled roof, consisting of three rooms, respectively, 13 
feet by 24 feet 5 inches ; 24 feet 9 inches by 24 feet 4 inches, and 24 
feet 4 inches by 13 feet 3 inches. The floors of this building are of stone. 
Considerable repairs are needed to the furnace, otherwise the building 
is in fairly good repair. 

(i) Water-closet No. 2 is directly in the rear of kitchen No. 2, and is 
of stone and mortar of the same type as water-closet No. 1. It contains 
four water-closets, and does not require any repairs. 

(fc) Washhouse No. 2 is situated between quarters Nos. 2 and 3, 
directly on the southern water front. It is of the same type as wash- 
house No. 1, and is in excellent repair. 

(I) The disinfecting house lies to the west of quarters No. 3, and. 50 feet 
from the water. This building is of stone and mortar, and contains 
three rooms, with steam chamber and boiler of the Geneste Herscher 
type. The building itself needs no repairs. The connections of the 
steam chamber and boiler have all been removed, rendering the machine 
useless for the time being. 

(yy) In juxtaposition is a stone wall 907 feet long and 5 feet high, 
which divides the ground. It is generally in good repair, and requires, 
perhaps, not more than 30 feet renewal. 

(m) Quarters No. 4 is placed beyond this wall to the west. This 
building is said to have been used as an isolation hospital, and is of 
wood with tiled roof. It is 92 feet long by 26 feet 7 inches in width, 
and contains three large rooms and five storerooms. The building is 
not in particularly good repair. The foundation in several places is in 
bad condition, and the veranda, especially on the northwest corner, is 
in need of renewing. 
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Attached to this building is a cistern of the same type and about the 
same dimensions as those already mentioned. 

(») Behind quarters no. 4 is kitchen building No. 8, containing four 
rooms and a kitchen, made of stone and mortar with tiled roof. No 
repairs are needed, except to the stone floor in the front room. 

(o) Immediately in the rear of this building is a wooden building 71 
feet 9 inches long and 26 feet 1 inch wide, divided into five rooms, two 
of which have tiled floors. The roof is of tin, and requires extensive 
repairs. This house was probably used as a morgue. 

(p) To the west of kitchen No. 3 and the foregoing building is water- 
closet no. 4- It is of the same type as the others, and is in very bad 
repair, so that it can not now be used. 

(q) Washhouse No. 8 is situated on the water front and immediately 
to the west of quarters no. 4. It is of the same pattern as the other 
washhouses, and needs no repairs. 

In the open space near the southwest corner of the triangle is a small 
wooden outbuilding in bad repair. 

(r) Eunning across the base of the triangle is a large stone wall 1,150 
feet long and ranging from 8 to 9 feet in height, about 72 feet of which 
needs complete renewal. 

(jsz) Within about fifteen days the Service has erected iu quarters 
Nos. 1, 2, and 3, 548 beds, made of the wooden standee pattern, and 
covered with canvas, and has also repaired the kitchens so that they 
could be properly used to meet the needs of the quarantined passengers 
of the steamship Buenos Aires. A wooden water-closet has also been 
erected on the northeast water side, directly over the water, and a simi- 
lar one on the southern water side, directly over the water. 

I would respectfully beg to call attention to the fact that this station 
has no protection whatever from fire, also that the privy system is not 
sanitary, and that the cisterns are inadequate to supply the wants of a 
large number of people with the necessary water, if quarantined for a 
length of time. 

The entrance to the harbor is marked by three buoys, and 6 fathoms 
of water can be carried from the bar to the anchorage. 

I omitted to mention that directly opposite to quarters No. 2 is a 
wharf, 97 feet by 29 feet, in excellent repair. The depth of water im- 
mediately alongside this wharf is 2 fathoms. In front of quarters No. 4 
there is a smaller wharf, 65 feet by 16 feet 6 inches, which is in very bad 
repair. 

I am of opinion that at least 800 people can be comfortably quartered 
at this station. 

Eespectfully, E. F. McConnell, 

Acting Assistant Surgeon, 77. 8. M. H. 8. 

The Surgeon-General, 

U. 8. Marine- Hospital Service. 

Report from Havana. 

Havana, Cuba, December 12, 1899. 

Sir: I beg to submit the following sanitary report for the week 
ended December 9, 1899 : 

During the week 10 cases of yellow fever were reported, and 2 deaths, 
being a slight increase over the week previous. On December 9 
11 cases were under treatment. 

The total deaths from all causes reported during the week was 105, 



